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Message Text 

CONFIDENTIAL 

PAGE 01 BANGKO 09875 041024Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO FBOE-OO MMO-01 PER-01 A-01 
/019 W 

098743 050217Z/64 

R 040956Z APR 78 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASHDC 2590 
INFO AMCONSUL HONG KONG 
AMEMBASSY VIENTIANE 

CONFIDENTIAL BANGKOK 9875 

HONG KONG FOR RSS/RTC 

E.O. 11652: GDS 

TAGS: ASEC, APER, ABLD 

SUBJECT: SECURITY STAFFING AND ALARM SYSTEM - VIENTIANE 

REF: STATE 082109 

1 . THE VIENTIANE MISSION IS NOW HOUSED IN TWO BUILDINGS 
LOCATED ON COMPOUNDS DIRECTLY ACROSS A NARROW STREET FROM ONE 
ANOTHER. SUBSTANTIVE AND SENSITIVE ACTIVITY IS CONDUCATED 
WITHIN THE CHANCERY. ADMIN/GENERAL SERVICES OFFICES ARE 
LOCATED IN THE OTHER BUILDING. ALL CLASSIFIED MATERIAL IS 
ROUTINELY STORED WITHIN THE CHANCERY'S PLANNED ALARMED AREA. 
THUS, THERE IS NO SECURITY-RELATED REASON WHY THE PROPOSED 
PROGRAM CANNOT BEGIN. CONSOLIDATION CAN BE COMPLETED LATER 

AS TIME AND ASSETS ALLOW. 

2. LOW-VOLTAGE RELAY AND TEST SYSTEMS (PARA 3 REFTEL) SEEM 
SOUND IDEAS AND WILL BE IMPLEMENTED. 

3. RSO IN COMPLETE AGREEMENT WITH PARA FOUR REFTEL. 

4. SINCE (PARA ONE REFTEL) "NO PROBLEMS PERCEIVED" RSO 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 BANGKO 09875 041024Z 

AND POST PLAN TO COMMERCE PROJECT ON A PRIORITY BASIS. 

WHITEHOUSE 
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